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EXILE

ST. HELENA,  THE   BRITISH  ISLAND  WHERE  NAPOLEON  LIVED

Jamestown on St. Helena is built in a narrow ravine between two high nflls. St. Helena is
Soo miles from Ascension, which is the nearest island, and 1,200 miles from Africa, the
nearest mainland. It was once covered with forests, but these have been destroyed, and now,
especially round the coast, the soil is wretchedly poor, and nothing of value can be grown.
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